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SUBJECT: ACR AIR CONDITIONERS 
REF: STATE 178360 

1. THROUGH PERSONAL RECOLLECTION TWO POSTS ARE CURRENTLY 
USING THE HEATING COILS HOWEVER, IT HAS RECENTLY COME TO 
OUT ATTENTION THAT A NEED EXISTS FOR HEATING COILS AT 
OTHER EUROPEAN POSTS. 

2. HEATER KITS OF 1 KW AND 2 KW ARE AVAILBLE FOR ALL AIR 
CONDITIONERS PURCHASED FOR USE WITH THE ACR DURING 
THE LAST 5 YEARS. 

3. IT IS SUGGESTED THAT ACR AIR CONDITIONERS BE PURCHASES WITHOUT 
HEATERS BUT WITH THE STIPULATION THAT HEATER KITS BE AVAILABLE 
FROM THE SUPPLIER UPON DEMAND OR THAT SY-T CARRY A STOCK ON 
HAND SAY 25PERCENT OF AIR CONDITIONERS USED FOR POSSIBLE USE IN 
COLD CLIMATE AREAS.HARLAN 
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